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Fluvent 


INSULATED HOUSE SERVICE CUT-OUTS 














are suitable for domestic and small power consumers, 
both on single-phase or three-phase underground or 
overhead supplies. | Embodying Aeroflex high breaking 
capacity, rewirable cartridge fuses, they meet all con- 
ditions of duty. Loop-out and busbarring facilities are 


provided, with moulded sealing chambers to suit paper 





insulated cables. 








PARMITER, HOPE & SUGDEN, LTD. 
Longsight, Manchester 12. London: 34 Victoria Street, S.W.|. 








THE CONCORDIA ELECTRIC WIRE & CABLE CO. LTD. 


ANNOUNCE THAT THEIR 


LONDON BRANCH OFFICE 


TOGETHER WITH ITS 
COMPREHENSIVE STOCKS 
is NOW at 
180 Gray’s Inn Road, London, W.C.1 


Tel.: LONDON TERMINUS 8538 
Head Office and Works: LONG EATON, Nr. NOTTINGHAM 
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SPECIFY ‘ 


CONDENSER TUBES 
AND “sBB’ 


NSER PL 
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R SWITCH 

FO “BB” PLAIN rc. 
STRIP 

THE BATTERY 

BIRMINGHAM Co. LTD. 


MET 
vite OAK, BIRMINGHAM 










FOR ELECTRICAL 
AND RADIO..... 


Geo. TUCKER EYELET 
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WALSALL RO RIRMINGHAM 22 
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ER ie 
Cleliidl 


"SPECIAL: DUTY ' 


WALLA, 


| 


/-/ Voe ELECTROPLANT C2 | 


‘WE WILL GLADLY REDESIGN YOUR 
SURPLUS MACHINERY (F SUITABLE 





LS 


NUTS * BOLTS 
SCREWS + STUDDING 
REPETITION PARTS 


STUDDING IS SUPPLIED IN 
ANY DIAMETER 
ANY LENGTH 
ANY METAL 


WITH ACCURATE THREADS 
0-10 B.A. 4”-1” Whitworth & B.S.F. 
Delivery from stock in Steel & Brass 


TELCO LTD. 


41 GORDON SQUARE, LONDON, W.C.! 
Telephone : Euston 1467/8 
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BRITANNIC 
“| CABLES & 


AN INDEPENDENT COMPANY, MAKERS OF E.H.T. AND L.T. 

PAPER MAINS CABLES, VARNISHED CAMBRIC C.T.S. MINING 

TRAILING, “IVERITE’” INSULATED CABLES AND THERMO- 

PLASTIC CABLES (P.V.C.) FOR 250 VOLT LIGHTING CIRCUITS 
FOR BUILDINGS OF ALL TYPES. 


BRITANNIC ELECTRIC CABLE AND CONSTRUCTION CO. LTD. 


Telephone : IVER, BUCKS. Telegrams : 
IVER 491 ** BRITANNIC, IVER.” 




























RECTIFYING LE GG (inpusTRies) Ltd. 


EQUIPMENT — Lliamnon Sk, 
WOLVERHAMPTON. 


















80 (Supplement) ELECTRICAL REVIEW March 8, 1946 


The experience of tasks successfully 
accomplished is embodied in FOWLER 
PETROL and DIESEL ENGINES. 
Power for reconstruction is already 
the concern of the Fowler organisation 
and to a distinguished career 
in engineering will be added 
the honours of fresh achieve- 
ments. 

















Fowler engines drive : 
Transmitting, Generating, 
Lighting and Welding Sets, also 
Diesel Electric Locomotives and 
Cranes, etc. 


PETROL ENGINES 
I4 to 16 B.H.P. 


DIESEL ENGINES 
44 to 200 B.H.P. 


JOHN FOWLER & CO. (LEEDS) LTD., LEEDS 10 
Telephone : Leeds 30731 to 8. Telegrams : “ Fowler, Leeds.’’ 

























She WEIR 


ELECTRICAL 
who INSTRUMENT (oltd 





what 














a . dtc tak | 
Scale sizes 2. 2h, 3h. 5 6 Me | NOONE 
and 8 inches 


Projecting, Flush & Controller | Vie ar Xels AC. FEEDER 


pen or Protected Dials 
Portable instruments in 


On sue els G.P.O. Lists | SPEED AND OTHER 
REGULATORS 


FORD-ON- AVON 
where BRADFORD- Oh COX-WALKERS LTD. 


Bradford-on-Avon 2378 fole> 47.4.) DARLINGTON 











Tel.: 
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EVERYTHING HAD A BEGINNING— : 


In 1812 Henry Bell’s ‘Comet’ became the first European 
passenger boat and was the beginning of the great British 
j steamship lines. Our illustrations show the boat itself 
and the engine which made tt famous. 





And Pritchett & Gold and E.P.S. Company Limited also 
y rank among the industrial pioneers of the nineteenth century, 
t for they made the first electrical batteries and in 1882 lit the 
Royal Mint, the Law Courts and other important buildings. 
To-day their batteries have wider fields of application. In 
n addition to Train Lighting they are supreme for Country House 
Lighting, for Motor Vehicles and Aircraft, and now are being 
widely used for Emergency Lighting in buildings where light is 
necessary when the mains fail. 
P.& G.and E.P.S. Cells have also an ' i i 
enviable record of reliability in Cen- 

e REPLATING. Ensure long and re- 
tral Stations, Telephone Exchanges liable service by having your present 
and in every other application. batteries replated by us. 


PRITCHETT & GOLD and E.P.S. CO. LTD 


—formerly the Electrical Power Storage Co., Ltd— 
MADE THE FIRST BATTERIES on 


50 GROSVENOR GARDENS, LONDON, S.W.1. Phone : SLOane 7164. Grams: Storage, Sowest, London. 













OVER 
HO YEARS 
‘Sha OF ¢ 
RATTERY 
MANUFACTURE 











We cannot mould battleships 


But we have battled with and overcome many moulding problems. As 
specialists with over 46 years’ experience of work to the highest standard 
of quality and precision limits, you can therefore be assured that 


IF IT IS MOULDABLE 
EBONESTOS CAN MOULD IT 


EBONESTOS INDUSTRIES LTD., Excelsior Works,’ Rollins Street, London, S.E.15 
Telephone : New Cross 1913 (6 lines) 
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40-PLASTIC 


ELECTRICAL REVIEW 


March 8, 1946 


CABLES & FLEXIBLES 


TELEPHONES: PE RIVALE 562I-2 TELEGRAMS: ENGINEYOR, PHONE, LONDON 
Contractors to H.M. Government Supply Depts., G,P.O., Dominion Governments and Leading Railways. 


ELE: 





FOR TRAM £ TROLLEY WORK 
FOR CABLE CONSTRUCTION € REPAIR 
FOR USE IN CHEMICAL 














P & BlInsulating Tape re- 
tains its adhesiveness and 
offers permanent resist- 
ance to mechanical 
damage. Itis proof against 
water and the fumes of 
acids andalkalis. Supplied 
in rolls from 4” width up. 
The execution of orders is subject to 
regulations of the Ministry of Works 
THE RUBEROID CO. LTD. 
92 Commonwealth House, New Oxford Street, W.C.1 


PeB 


INSULATING 








EARTHING CLIPS WITH 
SPECIAL BITE AND GRIP 
INTO TUBE OR ARMOURING 


Note the tongue which 
ensures perfect and 
ermanent contact. 
asy to fix. Nuts 
cannot turn. All sizes 
from half to two inches. . 

THE 

DONOVAN ELECTRICAL CO. 


BIRMINGHAM 9. TD. 































BAKELITE 


MOULDINGS ane 


ERINOID 


TO ANY TURNINGS 


SPECIFICATION 


FREDERICK W. EVANS LTD. 


PLASTIC WORKS 
LONG ACRE, BIRMINGHAM 7 


TELEPHONE: EASe 1286 & 1287 
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G:E:€. Welding Equipment, 
strictly to British Standard No. 1071-1943, has con- 


tributed greatly to the ever expanding uses of electric 


Electric conforming 


arc welding. It has helped in the production of an 
immense engineering output, in shipyards, works 
and factories concerned with pre-fabricated steelwork 


of all kinds. 


The G.E.C. vast facilities for the production of all 
requirements in modern electrical practice, and the 
Company’s deep rooted experience in electrical 
development are at the service of all concerned 
with electrification schemes. 


THE GENERAL ELECTRIC CO. LTD., MAGNET HOUSE, KINGSWAY, LONDON, W.C.2 


E 





G.E.C. Electrification 
Schemes have been 
applied to all industries, 
including: Aircraft 
Factories; Chemical 
Works; Collieries ; Food 
Factories ; Gold Mines ; 
Iron, Steel and Copper 
Works ; Locomotive and 
Railway Carriage and 
Wagon Works; Motor 
Car Works; Ships and 
Shipyards; Textile 
Mills, etc., etc. 
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THERE'S ALWAYS ROOM 




















TYPE 
DISTRIBUTION 
PILLARS 





FOR A HENLEY.DWARF 


—Three feet six inches above 
the ground—and it’s only nine 
inches from back to front. That 
means you can tuck it away 
unobtrusively into a_ front 
garden wall like this. 

If you are not already familiar 
with the Henley Dwarf range 
write for Catalogue WA.5. 
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SSS 
POWER TRANSMISSION BY KENYON 


a In conjunction with well-known manufacturers of 
ont electrical and power transmission machinery, we have 
formulated complete data and specifications of power 

W. oe) t transmission appliances for factory equipment. 

ep 
ai Tue Kenyon service advises impartially on main 
drives, group and individual machine driving, incor- 
] nn porating the most suitable motors and all ancillary 
e an millwrighting. 

We shall be pleased to conduct, without obligation, 
oOwW a complete survey and scheme for the smallest to 


the largest installation. 




















WM. KENYON & SONS LTD. 


Write to our 


nium tamed DUKINFIELD . CHESHIRE 















MECC aap * 
ae, |? a ¥ 


ORKSHIRE 


ELECTRIC TRANSFORMER C? LT"? 
SERVES THE COUNTRY with 


Enduring QUALITY 


Phone 1691-2 DEWSBURY 











EMPIRE WORKS 
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SOLDER GUN 


250 Watt Extra Heavy 
Duty Iron with 16 
ozs. Copper Bit. 


There’s a 

Rockman Gun 

INCREASES for Every 
PRODUCTION Type of 
Job 


Every Rockman Solder 
Gun is subjected to 
rigorous test bectore 
leaving the Factory— 
and guaranteed. Rock- 
man ofters minimu:n 
heat loss — maximum 
efficieney. 


The ROCKMAN 
ENGINEERING CO. LTD. 
16-18 RUSSELL STREET 
MANCHESTER, 1 (aro. 2672) 
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ROP Menor 


LONDON ° 


TELEGRAMS “TROMEDOS, HEN. LONDON 




















RELAYS 


with Mercury and Metal Contacts 


TEMPERATURE 
HUMIDITY CONTROL 
PRESSURE 

SOLENOIDS 


BI-METAL THERMOSTATS 
PRECISION RESISTORS 
EARTH PROTECTION 
























Processed Parts ft 
a Gauged 


o CONDENSERS ,ETC., 
Bakelite 
Micanite 


Sheet «Machined Parts 
of all kinds. 


DIR 


Telephone: am... “a 


Llectrical Insulation Specralists 





















SERIES MRL 
PRECISION BUILT 


SWITCHES 


Series MRL are used in instrument, 

communication and vital control 

circuits. Single or ganged units, up to 
50 contacts. 


from 15/- 
Designed and built by 


WATFORD INSTRUMENTS 


LOATES LANE, WATFORD, HERTS 
Telephone : Watford 3944 


MINIATURE ROTARY 
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Photograph by 
courtesy of 
Metaducts Ltd. 
Brentford 





It gag 20 S.W.G. aciaiinias DUCTING ARC WELDED 
@ y the 
FULLER CARBO. FLUX PROCESS 


As practical men you can figure out for yourselves 
the troubles that can occur through distortion in this 
type of work. The problem, like so many others, was 
satisfactorily solved by the use of the Fuller Carbo-Flux 
Arc Welding process for stainless steel, mild steel, 
galvanised iron and other metals. 

RESULT : Minimum of distortion—no subse- 

quent grinding—no added material on corner 

joints—and aspeedy and economical job. 


The Fuller Carbo-Flux process is easy to apply, and 
Consult ws your existing plant may be suitable. 


FULLER ELECTRICAL & MNFG. CO. LTD. 


(Associated with Asea Elgctric Ltd.) 
Head Office: Fulbourne Road, Walthamstow, London, E.1!7 
Tel.: Larkswood 23§0(10lines) "Grams: Fullmage, Telex, London 
Branch Offices : Manchester 2, . Birmingham «Glasgow 
Telephones: Manchester 2238 ° Solihull 1718 ° Sttets 419 
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RELAYS 





















= GALVANISED -== 











SPECIAL 
RELAYS 


STANDARD 
RELAYS 


TIME DELAY 
RELAYS 


LIMIT SWITCHES | 


MERCURY SWITCH SN 
CONTACTORS Low Tension SS 


LABORATORY APPARATUS DISTRIBUTION 


CONTROL EQUIPMENT TO ba MACUL ROAD -ERDINGTON We 
CUSTOMERS’ REQUIREMENTS POLES L'S siamincHam™ 24 

















=U 


eet 
Maa 


— 










" PATENT i 
ELECTRIC... 


HOIST BLOCKS 


MULTIPLY YOUR MAN POWER 
Better Product--Lower Cost—Versatility 
Overload Cut-off, Load Indicator and 
Recording Devices available. 

Ball bearings throughout, Gears run- 
ning in oil, Electric brake, Overwind 
cut-off, Quiet running, Light in 






@ Transparent or 
Coloured, in 72-yard 
rolls, many widths. 





Official Distributors : 
weight, Pull Cord, Thumb Switch, cone & GOTCH LTD. 
Push Button or Remote Control, 


ept. E.R.2, 
Push Geared or Electric Travelling, 75/79 Farringdon St., London, E.C.4 
adjustable to any girder flange.. All 
Insulate Current Conveying Systems. f 
Rellability. : f 
Write for fuller particulars 














ALBERT MORGAN & CO. 


50 WILKIN STREET, N.W.5 
TELEPHONE : GUL. 1147 








| SELF-ADHESIVE CELLULOSE TAPE 











March 8, 1946 ELECTRICAL REVIEW (Supplement) 89 


Y/, Copper Conductors 


yy jj yy for over 
| Es 60 years 


TELEF HONE FREDERICK SMITH 
BLACKFRIARS ciihtjaaven ie tom. Chen Re ws 
8701 (J lines) ANACONDA WORKS. SALF 
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FRACTIONAL 
HORSE-POWER 
MOTORS, 


We for 


Fractional 


invite your enquiries 


Horse - power Motors 


and up fo 50 Horse-power Mofors. 


TILLING-STEVENS 


SM od 


ELECTRICAL & MECHANICAL ENGINEERS | | 
Victoria Works—Maidstone 


TELEPHONE 
MAIDSTONE 3327 
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MEIC 


opr 


> * 
CHOKES for 


FLUORESCENT 
LIGHTING 


MEICO'’S up-to-date facilities include the 
most modern coil producing machinery 
available—vacuum impregnating equip- 
ment for wax and varnish—completely 
automatic production test apparatus. 
MEICO Chokes are precisely wound — 
meticulously assembled—thoroughly 
impregnated and carefully finished. 
Continuous inspection and quality con- 
trol ensure maximum uniformity and 
silence in operation. 


AVAILABLE FOR PROMPT DELIVERY 
MICRAMATIC ELECTRICAL INSTRUMENT (0. LTD. 


MEICO WORKS: ae xe sere 
TELEPHONE: CONGL ETON 60 











close co-operation. 


to or telephoning— 


DESIGNS & 





DO YOU WANT HELP WITH YOUR DRAWING OFFICE WORK? 


DESIGN and Development of Electrical 
DRAWINGS and GENERAL DRAWING OFFICE WORK produced from 
rough sketches, basic information, to your requirements. 
of Manufacturers’ Drawing Office systems, special provision made to ensure 


and Mechanical Equipment, 


Wide experience 


You can get the assistance of an efficient DRAWING OFFICE by writing 


INSTALLATIONS 
167 HIGH STREET, GUILDFORD, SURREY Telephone: Guildford 3919 


LTD. 











Yours taithtully 
REDFERN STEVENS LTD. 
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METROPOLITAN VICKERS ELECTRICAL CO.LTD. 


TRAFFORD PARK . MANCHESTER I7 


L'C 203 





Light adds ,. IMPROVE YOUR LIGHTING jin consultation with 
Le oduction METROVICK'S ILLUMINATING ENGINEERS 
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DIECASTINGS 
PRESSURE 


AND 


GRAVITY 
DIE - CASTING 


ALUMINIUM 
ZINC & BRASS 
ALLOYS 


FOR THE. 
ELECTRICAL TRADES 


MOORE’S (Bournemouth) Ltd. 
Tool Designers and Tool Makers 
285 HOLDENHURST RD. 
BOURNEMOUTH 
Telephone : BOSCOMBE 2400-1 





(SYNTHETIC RESIN LAMINATED PAPER ) 





TUBES, 
ame ET 5: 
INSULATORS. 


THE BUSHING CO. LTD. 
HEBBURN-ON-TYNE 








4 
E 
Cc 
A 
S 
ti 
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eM 


A.|.D. APPROVAL Part | 


VIDAFLEX! hh vie 
se ye i 


INSULATING 
SLEEVINGS 











@ 
GLASS, SILK 
AND COTTON 


which comply with AIR MINISTRY 


and other specifications 


HAND-TRUCKS 


OF EVERY DESCRIPTION | 
* ° ‘““WEASEL”’ LIFTING TRUCKS 
| WITH PLATFORMS 
JONES STROUD & Co Ltd., VIDA MILLS, LONG EATON, { 


NOTTS. Telephone: Long Eaton 404/6 
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TWO HEADS ARE BETTER THAN ONE 


* How a rough design became a 


practicable possibility. Based on a rough sketch from a customer, tech- 
nicians of the Skefko Technical Advisory Service were able to put forward a much more 
practicable solution to his bearing problem. This early co-operation between our 
customer and ourselves resulted in a design which guaranteed accuracy, high speed and 
long life. That is but one more example in favour of our argument that it is wise and 
profitable for customers to avail themselves of our technical advice before a design goes 
forward into production. Our advice on bearing problems is founded on a very long 
experience over all fields of 

engineering, and the valuable * The rough design reproduced, together with brief des- 
Skefko Technical Advisory criptive details were submitted to us. The design has 
Service is ready now to co- a central V pulley located on the spindle between two 


Operate with you. plain bearings. 


‘a 















































The illustration shows the SKF revised design. Three single-row radial ball 
bearings are used, 'two at the work end to deal with radial load and accurate axial location of the 
spindle. The bearing at the drive end is axially spring-loaded to eliminate all slackness. 

The drive pulley has been moved to the rear end of the spindle thus enabling a barrel-type housing to 
be used, which simplifies machining, eliminates inside covers, improves protection of the bearings, and 
permits of one-point oil lubrication for all bearings. ’ 

The design can be relied on for accuracy, high speed, and long life without adjustment. 








THE SKEFKO BALL 
BEARING CO., LTD. 
LUTON 





The 


BRITISH MANUFACTURERS 


OF THE WORLD RENOWNED BR EA R I N G S 
SKF BEARINGS | 
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DENNIS 
SWITCHGEAR 


SPECIALISTS IN FUSES, DISTRIBUTION 
BOARDS, SWITCH FUSES, SWITCH 
RDS, CONTROL PA 











LONDON OFFICE- ABFORD HOUSE, WILTON RD., S.W.1 
Telephone : Victoria 5780 





ELECTRICAL REVIEW 
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FOR WELLS& 
BOREHOLES OF 
EVERY DEPTH 


TYPE E.0.E. for Wells and Boreholes 
ogee 25 ft. in depth. Totally enclosed 

mechanism of Patented design. 

workmanship throughout. Pump 
can be supplied complete wi with iS ta ugobs 
Motor or with fast and loose — elt 
drive. Capacities from 58 gallons per be 


ite Agents to write & 
@ i mated literature, prices and 


H. J. GODWIN L™ 


QUENINGTON, GLOS. 











Telephone : Coln St. Aidwyn 36 (3 lines) Telegrams: Pumps, Quenington. 








ELECTRIC 


D.C. MOTOR STARTERS 
STARTER REGULATORS 
SHUNT REGULATORS 
“RIBOHM”’ GRID RESISTANCES 


WILLIAM GEIPEL LTD. 


Telephone: Hop 0594 (3 lines) 








CONTROL 


AUTOMATIC STARTERS A.C. & D.C. 

OIL (IMMERSED CONTACTOR STARTERS 

ACROSS LINE CONTACTOR STARTERS 

CONTACTOR SWITCHES, PUSHES, ETC. 
(Head Office) 


156-170 BERMONDSEY STREET 
LONDON, S.E.1 















Production 


) now 


Restricted... 


WAN 












BRITISH MADE 






BRAN 


ALUMINIUM DOMESTIC WARE 


& ELECTRICAL APPLIANCES 





M-W.44 
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cme 
ELECTRIC FURNACES - ELECTROPLATING 
PLANTS - X-RAY EQUIPMENTS 
SUPPLY SYSTEMS: TESTING PLANTS 
RECTIFIERS 





FOR 

HAND OPERATION 
REMOTE CONTROL 
AUTOMATIC CONTROL 


he BRECO on toan 


VOLTAGE REGULATOR 
WITH STEPLESS REGULATION 


BRENTFORD TRANSFORMERS LTD. 
_ BRENTFORD. MIDDX. 














Britain’s new houses 
will need 


miles and miles of 


SIEMENS 


RUBBER-INSULATED and 
P.V.C. thermoplastic cables 


There’s over three quarters of a century’s experience and research behind every inch of the miles 
of Siemens wires and cables which pour from the great factory at Woolwich—cables and wires 
that helped to make Victory complete and are now helping on Britain’s work of reconstruction. 


SIEMENS: ELECTRIC LAMPS & SUPPLIES LTD., 38/39 UPPER THAMES STREET, LONDON, E.C.4 
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WHAT THE ...? 


It’s really quite simple .. . 
Dumb-bells and Armchairs are 
just the descriptive names for 
two of the many shapes of 
MYCALEX Mouldings now 
produced. 





. High Dielectric Strength . Non absorbtive 





. Mechanically Stable - Metal inserts 
. Close Tolerances + Non tracking 
. Heat resisting - Low loss 


. Resistant to Fungus Growth 





Phone Cirencester 400 or send enquiries to 


MYCALEX CO. LTD., ASHCROFT RD., CIRENCESTER, Glos. 


MY 13 





THERMOLECTRICS Ltd. 
have now moved from their War-time 
address at! | Copse Hill, Wimbledon, to 
CHAPEL WORKS, CHURCH 
ST., HAMPTON -ON-THAMES, 


to which address all enquiries, and 
HEATING PADS and BLANKETS for 








PUMPS 


ALL TYPES—ALL SIZES 








ee, | | REPAIR, should be sent. * 
ASSOCIATED PUMPS LIMITED A SMALL PRODUCTION OF SINGLE-HEAT 








73-77 BRITANNIA ROAD, S.W.6 | PADS WILL BE STARTED THIS YEAR. 





Bronte DOMESTIC AND COMMERCIAL 
ELECTRIC LIGHT FITTINGS 


TABLE LAMPS AND FLOOR STANDARDS 
IN CHROME, BRONZE, ANTIQUE BRASS, OXY-COPPER, AND COLOURED ENAMELS 


THORNTON PRODUCTS LTD., Bronte Works, THORNTON, BRADFORD 



































a ate Se ae 6 Boe 


s wi 
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@ Machines in line ahead—machines in line abreast—machines 
in echelon— machines in column! Arrange them how you will the Bus- 
Bar-Tee Trunking System of power distribution will serve them all as 
only this neat, orderly and flexible system can. Whatever you have in 
contemplation for factory reorganisation you will find Bus-Bar-Tee a key 
factor in making your plans a success. 


Totally Enclosed. Bare Copper Bars. Fuse Units 30 and 60 Amps. 
Tapping Boxes every 2ft. Safety Dimensions 3 phase 3 wire—9’ x 3}’ 
Cover Plates. Automatic Earthing. 3 phase 4 wire—10§"x3}’ 


Rating 200 and 250 Amps. Approved by Govt. Depts. 





Switchgear Manufacturers Mechanical Engineers 


STANDARD ROAD, NORTH ACTON, LONDON, N.W.10. Tel: ELGar 660/ 
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VIBRATORS - TRANSFORMERS - SWITCHES - CONS 





[ MEET A GREAT LITTLE FI A 









Specially designed to give the maximum gain and 
selectivity combined with lilliputian dimensions* - 
Wearite I.F. Transformers are provided with one- 
hole fixing, the terminal wires being fed through 
insulated bushings thus preventing movement 
after mounting. They are available in the 
following “preferred” frequencies. 


Ns400: ...:.:<3 460 Kc/s M.405............1.6 Mc/s 
MAT... cc 2.1Mc/s M.415......... 4.86 Mc's 
M416... .....000 9.72 Mc/s 


as well as in frequencies for particular applications. 


Fullest details of the com- 
plete range of Wearite I.F. 
Transformers will gladly be 


* Dimensions : — 13" square x 143" high. Sa LL 


WRIGHT & WEAIRE LTD 


A Name as Old as the Radio Industry 
HIGH ROAD - TOTTENHAM - LONDON - N17 TELEPHONE: TOTTENHAM 3047-9 






@ Coils enclosed in pot-type iron dust cores 
@ Tuning by means of adjustable iron dust centre cores 
@ Fixed tuning condensers contained in screening can 














MOULDED 
HANDWHEELS 








BASKETS 





“ BALSALL HEATH rn 

rams: one : 
‘Wiring, B’ham ’ BIRMINGHAM 12 Calthorpe 1733 
SUNT SNOT TS TLE LIE. LTE 














4 








STANDARD SIZES IN 
BAKELITE 13—7’ 


Save Metal and Machining Time 


Improve Appearance, Cost Less 
——— VACUUMS LIMITED 








LEAFLET FROM 
THE | OFFICES : SERVICE WORKS : 
Aldridge Road. Tenby Street North 
RAY ENGINEERING @ @ B BIRMINGHAM 228 | BIRMINGHAM | 
co. LTD. BIRCHFIELDS 4793 CENTRAL 2/24 
Southmead Bristol | Telegram: BUSTLER, BIRMINGHAM 
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This illustration 
shows a W. & G. 
Electric Bell, Push 
and Transformer, 
one of many types 
usually available. 


A wide and com- 
prehensive range of 
electrical accessor- 
ies is available for 
essential purposes. 





PENDLETON, MANCHESTER. 6. 


VER MAL aA cCENTUA 








| INDUSTRIAL 
ELECTRIC APPLIANCES 








SOLON ELECTRIC 
SOLDERING IRON 


SOLON 








NSULATION 
| SOLON Industrial Electric Appliances are 
STRIPPER designed for practical use wader factory 


conditions. They are robust and efficient. 

The Soldering Iron illustrated is representa- 
tive of a range which includes models with 
various types of bits suitable for a wide 
variety of jobs. Models are available for 





SOLON low voltage supply as well! as for standard 
: ELECTRIC voltages. 
SOLDER POT The Insulation Stripper provides a quick 


method of severing the Insulation neatly 
without damaging the conductor, by means 
of an electrically heated wire. 


The Solder Pot maintains $lb. solder at 
working temperature. 
Please write for Folder Y 9. 


W. T. HENLEY’S TELEGRAPH WORKS CO. LTD. 
51-53 HATTON GARDEN LONDON, E.C.! 
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Double, double.. 


—but no toil or trouble. Hewittic Rectifiers, thanks to their unit 
cubicle construction, are not only easily installed, but also by suitable 
arrangement in double tier or other combinations, can be fitted most 
economically into the minimum available space. No trouble, once 
installed, for Hewittic rectifiers have long since established themselves 
as the most reliable converting plant made, and, thanks to this 
reliability, they are ideal equipment for UNATTENDED substations. 





Howittic Kocti iez5 





HEWITTIC ELECTRIC COMPANY LIMITED, WALTON-ON-THAMES, SURREY 


Telephone : Walton-on-Thames 760 (8 lines) Telegrams : “ Hewittic,’’ Walton-on-Thames 
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CONTACTOR TYPE STARTERS 


For A.C SERVICE 


















IGRANIC ELECTRIC CO. LTD. specialise 
in the manufacture of Contactor Type 
Starters for all types of Electric Motors 
for all classes of Service. Equip your 
electrically driven machine with the 
correct control gear to protect your 
motor and machine by specifying 
IGRANIC. 


Illustration shows type 1080 Combined 
Stator and Rotor Starter. 


IGRANIC ELECTRIC COL? 
BEDFORD & LONDON 





























Cc} 99 
TRIPOLIT’ TRIPLE-POLE SWITCH 
5 & 25 A. AT 250 V. D.C. & 500 V. A.C. 
Init 
ible 
ost 
nce 
ives 
this 
ons. THREE — PHASE SUPPLY 
FLUSH PATTERN PP sige Boingo ct 
LEAFLETS EI. 78 & 101. 
“ss _\ PLUNDBERG#SONS 
EKTRIK ©—sewrraus_ CSLECTRICAL ACCESsonES seca, 
tREY TRADE MARK 491% 493 LIVERPOOL R® HOLLOWAY,LONDON.N.Z 
rhames 
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B.V.A. Radio Valves 
A.S.C.M. Conduits 


Everything | Electrical 





WHOLESALE ELECTRICAL DISTRIBUTORS 


10 Lower Grosvenor Place 


LONDON, S.W.| 
Telephone: VICTORIA 5762-7 


C.M.A. Cables 


Switchgear 














M.A.P. Type Approved 


To specification D.C.D. 
W.T. 1548 


ELIMINATE 
VIBRATION AND 
BANISH SHOCK 


** Equiflex ’’ Mountings, 
which proved so valu- 
able in war work, have 
now been released. 


FEATURES : Flexible in 
all directions at an equal 
deflection. Can be 
loaded on any side, thus 
eliminating vibration in 
VERTICAL, ORI- 
ZONTAL and LONGI- 
TUDINAL planes. 
Constant performance. 
Unaffected by tempera- 
ture changes. 





Patent 
No. 
571026 
\ Foreign 
0 Patents 
G Ve : Pending 





APPLICATIONS : There are 


ranges of Standard 
** Equiflex’’ Mountings for 
suspension and mounting of 
equipment, instruments, 
electrical apparatus, motors, 
etc., where elimination of vi- 
bration and shocki is required. 
“* Equiflex '’ Metal Mountings 
operate on a new Damped 
Spring System. 
Rubber “ Equiflex”’ pes 
will shortly be avai lable 
giving similar character- 
istics. 


Write for particulars and send us details of your requirements 


A. WELLS & CO. LTD. 


Stirling Road, 


Walthamstow, London, E.17 


Phone : Larkswood 2691 





| 








BRAITHWAIT 


Pressed Steel 
Tanks 


BRAITHWAITE & CO. ENGINEERS, LTD. 


London Office (Temporary Address) : 
45 King’s House, Haymarket, London, S.W.|! 
Telephone : WHI 3993 Telegrams : Bromkirk-Phone 














SMAL| 







OR ~* UNITS 


(!) UNIDIRECTIONAL 
Final Shaft we Max. 280 
R.P.M. 60 per rev. 
TORQUE 7 ‘bs. in. max. 
(2) REVERSING 

— Shaft Speed : Max. 600 


P.M. 27 min. per rev. 
TOROUE 60 Ibs. in. max. 


INSTRUMENT CO. LTD. 
MIDDLESEX 








DRAYTON REGULATOR & 
WEST DRAYTON West Drayton 2611 
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TIMMOVABIE: 


No “A.C. Jitters’’—not the heaviest 
‘** Kicks in the pants ’’ by Vibration can 
shake the hold of The 


it is the SAME SIZE as an EVERTITE 

ordinary non-lock nut and PATENT LOCK NUT ' 

takes any standard bolt. It is adamant against everything except: 
Fullest information and samples Instant release by a spanner 


gladly sent on request. Full conductivity of current—due to its 
dead-flat metal base. 





NUTS & BOLTS (DARLASTON) Ltp + FOSTER ST » DARLASTON 











STANCE | 


MA 
We, too, are experts, though in a 






different field of Resistance—and 
you can’t beat Cromaloy wires. 

They are the result of years 
of study and catering for this 


highly specialised field exclusively. 


a 
sao? 





ave ELECTRICAL RESISTANCE WIRES 








A.C.SCOTT & Co. Ltd., CROMALOY HOUSE, CITY RD., MANCHESTER. 
dm 1375 
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from STOCK 


DELIVERY 


ee 


a 


& 


Head Office: BILLET ROAD - WALTHAMSTOW - LONDON - E.17 


NON-FERROUS 
SAND CASTINGS 


In all 
non-ferrous 
metals 


TRIONITE LTD. 


CLIFFE VALE, STOKE-ON-TRENT 
TELEPHONE 2171-2 


Telephone: Larkswood 2313 (six lines) 





Recharged at home from 
your mains. No battery 
required. Several hours 
continuous light. 
Thousands in use. Fully 
guaranteed. The “King 
of Pocket Lamps.’’ Direct 
or from Dealers. Send 
for interesting 

Leaflet Q50 


LET THE MAINS So, 


CHARGE YOUR TORCH 








Petrol Electric Generating 
Plants, H.T. Generators, D.C. 
Motors, Frequency Changers, 
etc., up to 25 K.V.A. 


CHAS, F. WARD, 37 WHITE POST LANE 
Phone: Amherst 1393. HACKNEY WICK, E.9 





TWO STEP 
RELAY LF/FS 
(Heavy Silver Contacts) 


First Impulse “* ON ** Second _Im- 
pulse “ OFF.”’ For A.C. and D.C. 


Also Aerial Change-over Relays 














Ask for leaflet 88A/ER 


L GAP’ 2s ey 


MANUFACTURERS OF RELAYS 


Awonk’s’ 207-ANERLEY ROAD: LONDON-S-E-20 svornstan's2se/9 








